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Central Intelligence Agency 

Office Of The Deputy Director 


5 May 1986 


NOTE TO: EXDIR 
DDI 

Comptrol 1 er 


Bob would appreciate your comments, 
suggestions soonest. 


Thank You 

STAT 
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